Fie. 554. Cross section of a
branch of Caulerpa showing
cross supports which protect
the plant from undue swelling
or bursting as a result of os-
motic pressure

FIG. 555. Codium, a siphonaceons aiga

The plant is composed of interlacing
hyphae. See Fig. 556

Fie. 556. Cross section of Codium
The plant is made up of interlacing filaments without cross walls.  Note
the gametangia g which project from the sides of the large club-shaped por-
tions of the filaments which form a sort of cortex